70      DOCKETED ITEMS

9203050144 Forwards "Semiannual Radioactive Effluent Release Rept for Jul-Dec
1991" & Rev 2 to Station Administrative Procedure VPAP-2103, "ODCM,"
STEWART.W.L Virginia Power (Virginia Electric & Power Co.)- 92/02/28. Document
Control Branch (Document Control Desk). 1p. 60866:114-60866:253.

-9203050153 Rev 2 to VPAP-2103, "ODCM."

*   '"rginia  Power (Virginia Electric & Power Co.).  91/09/01. 200pp. 60866:131-

9203090179 Discusses corrective action reassessment/implementation to resolve
human engineering discrepancies noted during NUREG-0700 CRDR
project.Reassessment of remaining corrective actions will be completed by end of
June 1992.

STEWART.W.L Virginia Power (Virginia Electric a Power Co.). 92/03/03. Document
Control Branch (Document Control Desk). 2pp. 60862:202-60862:203.

9203060113 Ack receipt of 911202 response to generic Itr 88-14.Requests specification
of particular size measured in containment instrument air sys & justification having no
limits on size for sys.

BUCKLEY3-C. Project Directorate II-2. 92/03/05. STEWARf ,W.L Virginia Power (Vir-
ginia Electric & Power Co.). 2pp. 60839:105-60839:106.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp, 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 1OCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects, (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203170203 Supplemental application for amends to Licenses DPR-32 & DPR-37,inciud-
ing cross-referenced TS Section 3.23 re main CR & emergency switchgear room air
handling units.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/09. Document
Control Branch (Document Control Desk). 2pp. 60985:259-60985:266.

-9203170210 Proposed TS Section 3.23 re main CR & emergency switchgear room air
handling units.

* Virginia Power (Virginia Electric & Power Co.). 92/03/09. 6pp. 60985:261-60985:266.

9203300001 Suppls 920210 response to 911206 SSER re station blackout mods.Util
currently proceeding w/engineering & procurement for station blackouts mods for
both stations.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/03/17. Document
Control Branch (Document Control Desk). 3pp. 61165:018-61165:020.

9203250111 Notification of 920330 meeting w/util in Rockville.MD to discuss current
plant status,nuclear performance & QA initiatives & licensing issues.
ENGLE.LB., BUCKLEY.B.C. Project Directorate II-2. 92/03/18. BERKOW.H.N. Project
Directorate II-2. 5pp. 61086:066-61086:070.

9203300023 Grants interim relief from certain ASME Boiler & Pressure Vessel Code re-
quirements re replacement of channel heads for component cooling water HXs.per
870224,0406,880923 & 920210 requests.Safety evaluation encl.
BERKOW.H.N. Project Directorate II-2. 92/03/25. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 61164:318-61164:324.

-9203300026 SER granting interim relief from ASME Code Section XI requirements re
replacement of channel heads for component cooling water HXs at facilities.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/25. 4pp.
61164:321-61164:324.

Q. Inspection reports, IE Bulletins & correspondence

9203170372 Partial response to FOIA request for documents.Forwards App B
documents. App B documents also placed in PDR. Review of addl records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063.

-9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North
Anna now scheduled for 840924-28,in response to 840518 telex.
LAFLEUR.J.D.    Office    of    International    Programs    (Pre    870413).    84/06/06.
SALVATORES.J.E. Brazil. 1p. 61213:122-61213:122.

9203090251 Forwards insp repts 50-280/91-37 & 50-281/91-37 on 911201-920104 &
notice of violation.

SINKULE.M. Region 2 (Post 820201). 92/02/03. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 60833:147-60833:164.

-9203090256 Notice of violation from insp on 911201-920104.Violation noted:on
911220,licensee returned Unit 1 letdown sys to svc w/o repairing leak on weld of
Class 2 letdown line.

* Region 2 (Post 820201). 92/01 /29. 1 p. 60833:150-60833:150.

-9203090261 Insp repts 50-280/91-37 & 50-281/91-37 on 911201-920104. Violations
noted.Major areas inspected:plant operations, maint.surveillance,design change review
& actions on previous insp findings.

BRANCH.M.W., YORK.J.W., TINGEN.S.G, Region 2 (Post 820201). 92/01/29. 14pp.
60833:151-60833:164.

9203030212 Forwards insp repts 50-280/92-01 & 50-281/92-01 on 920106-0207.No
violations noted.

CLINE.W.E. Region 2 (Post 820201). 92/02/12. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 60755:054-60755:069.

-9203030217 Insp repts 50-280/92-01 & 50-281/92-01 on 920106-0207.No violations
noted.Major areas inspected:radwaste processing & transportation.process & effluent
monitors & radioactive gaseous effluent treatment sys.

SEYMOUR.DA, DECKER.T.R. Region 2 (Post 820201). 92/02/11. 13pp. 60755:057-
60755:069.

9203100210 Ack receipt of 920129 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-280/91-33 & 50-281/91-33.

SINKULE.M.V. Region 2 (Post 820201). 92/02/14, STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 2pp. 60845:069-60845:070.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60838:224-60838:227.

9202110056 Suppi 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015. "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York. Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York. Inc. 11pp. 60948:140-60948:150.

9203050213 Responds to NRC 920203 Itr re violations noted in insp repts 50-280/91-37
& 50-281/91-37,denying violation occurred.Prior to restoring leaking letdown line to
service.licensee found that leakage acceptable per TS 3.1.C.3 limits.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document
Control Branch (Document Control Desk). 5pp. 60823:315-60823:319.

9203100164 Forwards insp repts 50-280/92-02 & 50-281/92-02 on 920105-0201 .No
violations or deviations noted.NRC concerned w/roof & ground water leaks at facility.
FREDERICKSON.P., SINKULE.M.V. Region 2 (Post 820201). 92/02/28.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 2pp. 60844:284-
60844:301.

-9203100170 Insp repts 50-280/92-02 & 50-281/92-02 on 920105-0201.No violations
noted.Major areas inspected:operations,maint, surveillance.quality verification & safety
assessment review & independent plant evaluation.

BRANCH.M.W.. YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 92/02/28. 16pp.
60844:286-60844:301.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York. Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203180069 Ack receipt of 920129 response & supplemental response of 920221 to
notice of violation issued on 911230 re activities conducted at facility.
SINKULE.M.V. Region 2 (Post 820201). 92/03/05. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 2pp. 60935:350-60935:351.

9203190432 Advises that utii responses to NRC Bulletin 88-011. "Pressurizer Surge
Line Thermal Stratification," acceptable.

BUCKLEY.B.C.. ENGLE.L Project Directorate II-2. 92/03/13. STEWART.W.L. Virginia
Power (Virginia Electric & Power Co.). 2pp. 60982:284-60982:285.

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon-
formances noted in Insp Rept 72-0002/91-02. Requests addl info on nonconfor-
mances w/which util did not agree.

MACDONALD.C.E. Transportation Branch. 92/03/19. STEWART.W.L. Virginia Power
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328.

9203300316 Ack receipt of 900115,910212 & 0806 responses to NRO Bulletin 89-
02.Responses confirmed that insps requested by bulletin performed.
BUCKLEY.B.C. Project Directorate li-2. 92/03/25, STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 2pp. 61122:092-61122:093.

R. Periodic operating reports & related correspondence

9203060231 "Semiannual Performance Data Rept for Jul-Dec 1991." W/ 920228 Itr.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/12/31.  12pp.
60858:061-60858:073.

9203050144 Forwards "Semiannual Radioactive Effluent Release Rept for Jul-Dec
1991" & Rev 2 to Station Administrative Procedure VPAP-2103. "ODCM."
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document
Control Branch (Document Control Desk). 1p. 60866:114-60866:253.

-9203050149 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991."

*   Virginia Power (Virginia  Electric &  Power Co.).  91/12/31.   16pp.  60866:115-
60866:130.

-9203050153 Rev 2 to VPAP-2103, "ODCM."

*   Virginia Power (Virginia  Electric & Power Co.). 91/09/01.  200pp. 60866:131-
60866:253.r Safety (Post 870729).
